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INFO OCT-01 AF-08 ISO-OO OES-06 /017 W 

100934Z 121880/15 

R 100628Z FEB 77 
FM AMEMBASSY TANANARIVE 
TO SECSTATE WASHDC 8877 

UNCLAS TANANARIVE 0296 

E.O. 11652: N/A 
TAGS: TSPA 

SUBJECT: CIRCUIT EQUALIZER AT NASA STATION 
TO: NASA/GSFC 

ATTN MR. STEVEN STOMPF, CODE 852 
GREENBELT, MARYLAND 20771 

REF: CIRCUIT EQUALIZER INSTALLED BY STIMAD IN MAY/JUNE 1975 

1 . THE EMBASSY HAS JUST RECEIVED A NOTE VERB ALE FROM THE 
FON MIN REQUESTING CONFIRMATION OF THE ORIGIN OF A CIRCUIT 
EQUALIZER INSTALLED IN MAY/JUNE 1975 BY STIMAD FOR THE TWO 
EXTRA CIRCUITS ORDERED FOR THE APOLLO SOYUZ PROJECT. 

2. THIS EQUALIZER WAS ALLEGEDLY LOANED TO STIMAD BY 
"FRANCE CABLES RADIO", WHO NOW WANT IT BACK. 

3. IT APPEARS THAT NASA PAID STIMAD'S BILL NUMBER 087(BIS) 

DATED 9 JUNE 1976 WITH BCIM CHECK NO. 022703. THIS 

BILL WAS FOR INSTALLATION AND EQUALIZATION OF THESE CIRCUITS. 

4. ALTHOUGH NO BRAND NAME IS MENTIONED IN THE NOTE VERBALE 
OR ITS SUPPORTING DOCUMENTATION, THE EQUALIZER IN QUESTION 
WAS A TEMPORARY REPLACEMENT FOR LENKURT EQUALIZER WHICH 
STIMAD HAD ORDERED, BUT WHICH HAD NOT YET ARRIVED 

AT THE TIME THE CIRCUITS WERE INSTALLED. 
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5. CAN NASA CONFIRM THAT THE EQUALIZER IN QUESTION 
WAS A "LOANER" AND NOT THE ONE SPECIFIED BY STIMAD? 

AMERICAN EMBASSY 

TANANARIVE, MADAGASCAR SHEINBAUM 
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